GLOCK Semiautomatic 
“SAFE ACTION" Pistols 


GLOCK 17, 19,20, 
21,22,23 & 17L 
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II. SAFETY 
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V. FIELD STRIPPING 























































































































































































To Replace Polymer Rear Sight 



Rear Night Sight Installation 
























































































